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West Vihcinia History 


time of this writing it is one hundred and three years old. The 
interior wails of the ftrst floor were painted green and the pews 
were re-done. However, one can still see two fox and geese 
boards which were carved there by the soldiers. The original 
organ is still there but it is not used. The outdoor toilet that 
was built when the church was built is still standing. 


Few people attend the church today; it has twelve ac¬ 

tive members and two deacons, Mr. Fred Moore and Mr. Cla¬ 
rence McComb. The organist is Mrs. Dotty Davidson. At the 
present time Huntersville Presbyterian Church is connected 
with Poage Lane, Buckeye, and Westminster Presbyterian 
Churches. The minister is Mr. James D. Singletary, Jr. Some 
thought has been given, since the attendance of Huntersville 
Presbyterian Church is so small, that they will join with West¬ 
minster Church which is located about seven miles north of 
Huntersville. Westminster has a larger membership and is 
more active than Huntersville. 


Huntersville Presbyterian Church is well cared for and the 
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